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Bibliography 


A BIBLIOGRAPHY OF AUSTRALIA. VOL. I, 1784-1830. J. A. Ferguson. 
Angus & Robertson, 63s. 


Mr. Justice Ferguson is a recognised authority on all Australiana, and in this account 
of Australian literature he lists every known publication wherever printed and 
whatever its subject or language, having Australian reference. 32 illustrations. 
Edition limited to 500 copies. 


General Encyclopaedias 


TOWARDS A LIVING ENCYCLOPAEDIA. Reginald A. Smith. Dakers, 2s. 


Starting with H. G. Wells’s analysis in 1936 of current intellectual confusion and 
the political consequences, and with the World Encyclopaedia Mr. Wells proposed 
as a remedy, the author outlines a scheme which aims to bring every desirable kind 
of newspaper, book, and a great range of intermediate instruments, into an intellec- 
tual organism worthy of the name of Living Encyclopaedia—a true Social Brain. 


Religion 


PEOPLE CALLED QUAKERS. Doris N. Dalglish. Oxford University Press, 
3s. 6d. 


An account of some of the figures who have made their mark in the Society of 
Friends. They range from the first appearance of the Society to modern times, and 
include Wilkinson, the famous friend of Wordsworth. Cheap edition. (Oxford 
Bookshelf Series.) 


IMMORTALITY. Hermann Keyserling. Oxford University Press, 5s. 

The author is a firm believer in the immortality of the human spirit, and in this 
book, by means of a series of suggestive investigations in the domains of theology, 
philosophy, psychology, and biology, elucidates both the problem and his attempted 
solution of it. Cheap edition. (Oxford Bookshelf Series.) 


Social Sciences 


DISEASE AND THE SOCIAL SYSTEM. A. Guirdham. Allen & Unwin, 10s. 6d. 


The author contends that, allowing that disease is due largely to our social system, 
the beliefs we inherit are responsible not only for psychological but also for physical 
diseases. He maintains that this view explains most sociological problems even to 
the extent that the administration of society, as at present constituted, rests largely 
in the hands of the abnormal and the diseased. 


Labour Conditions 


HOW FACTORY ACCIDENTS HAPPEN. VOL. xxv. Ministry of Labour and 
National Service. H.M. Stationery Office, 6d. 

Suspended in September 1939, the issue of this series, of which earlier numbers 

commanded a wide sale, has been renewed, although publication will not be regular 

as formerly. This leaflet is a useful illustrated guide for managements and safety 

Officers for the prevention of industrial accidents. 
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Mathematics 


ELEMENTARY PRACTICAL MATHEMATICS. E, W. Golding and H. G. 
Green. Pitman, 3 vols., 5s. each. 


The introduction of alternative methods of treatment and the re-arrangement of 
the sets of examples, which have also been increased in number, are features of this 
new edition. The complete work covers a three years’ course for the National 
Certificate Examination, while the general aim is to provide a tool for direct appli- 
cation to elementary practical problems. Each volume illustrated. Second edition. 


MATHEMATICS FOR THE MILLION. Lancelot Hogben. Allen & Unwin, 
12s. 6d. 


This is the thirteenth edition of a remarkable work of ‘*popular’’ mathematics. It 
contains a great deal of mathematics set out in a highly interesting and original 
fashion. Illustrated by J. F. Horrabin. 


Physics 


THE BEHAVIOUR OF SLOW ELECTRONS IN GASES. R. H. Healey and J. W. 
Reed. Jliffe, 20s. 


This book gives a brief critical survey of the work carried out during the last twenty- 
five years. The investigations described deal with the determination of such quanti- 
ties as the mean free paths, average energy losses and probabilities of attachment; 
and of electrons moving through a gas with energies not exceeding a few electron 
volts. Bibliography. 


Electricity 


ACCUMULATOR CHARGING MAINTENANCE AND REPAIR. W. S. Ibbetson. - 


Pitman, 4s. 6d. 


A concise handbook devoted to the practical study of problems arising out of every 
aspect of the subject, e.g. electrical power and production of electrical energy, 
effects of charge and discharge, battery charging on D.C. supply circuits, generator 
methods of charging, diseases and their treatment, repairs, alkaline cells, etc. Full 
index and 42 diagrams. 


Chemistry 


ELECTROCHEMISTRY AND ELECTROCHEMICAL ANALYSIS. VOL. 3. H. J. 
Sand. Blackie, 5s. 6d. 


The final volume of this work, dealing with electrical methods applied to Titration, 
Moisture Determination and Ph. Measurement. 


ORGANIC CHEMISTRY. F. Sherwood Taylor. Heinemann, 10s. 6d. 


The third edition of this standard work has been brought up to date by the in- 
clusion of references to such substances as as-corbic acid and indole acetic acid 
and to recent medical applications of sulphanilamide, mandelic acid and other 
substances. There are practical exercises with directions for the guidance of students, 
with special emphasis on the requirements of medical students. Lllustrated. 
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Biology : 


NEW PATHS IN GENETICS. J. B. S. Haldane. Allen & Unwin, 7s. 6d. 


The author deals largely with the relations of genetics to other branches of biology, 
such as embryclogy and biochemistry, and to medicine. Much of the book deals 
with human heredity, especially the heredity of abnormalities and diseases. 


Zoology: Bird Life 


IN SEARCH OF NORTHERN BIRDS. Seton Gordon. Eyre & Spottiswoode, 
15s. 


The author, an authoritative ornithologist, describes visits to Iceland and to bird 
sanctuaries in the Hebrides, Skye and other islands off the British coast. The text is 
illustrated by some of his attractive photographs.” 


SHEARWATERS. R. M. Lockley. Dent, 15s. 


A unique account of the day-to-day life of the Manx Shearwaters which rested on 

the remote Welsh island where Mr. Lockley lived. This book is the outcome of 

twelve years’ patient and accurate observation of a sea-bird whose habits were 

as meng almost unknown, the first to record in detail its habits of incubation, 
tching, rearing and migration. 30 illustrations. 


POPULAR HANDBOOK OF INDIAN BIRDS. H. Whistler. Gurney & Jackson, 
18s. 6d. 


A description of the outstanding points by which birds can be recognised in the 
field, including their systematic classification. 21 full-page drawings (99 figures), 
including 6 coloured, and 105 figures in the text, by H. Gronvold. Third edition. 


Medicine and Dentistry 


MIDWIFERY AND OBSTETRIC NURSING. M. Bulman. Faber & Faber, 
12s. 6d. 


For midwives in training and in practice. Treatment is given in detail of all con- 
ditions which the midwife normally, or under exceptional circumstances, may be 
called upon to undertake, but is indicated in broad outline for those conditions in 
which medical aid is required. 


DISEASE AND THE SOCIAL SYSTEM. A. Guirdham. Allen & Unwin, 10s. 6d. 


The author contends that, allowing that disease is due largely to our social system, 
the beliefs we inherit are responsible not only for psychological but also for physical 
diseases. He maintains that this view explains most sociological problems even to 
the extent that the administration of society, as at present constituted, rests largely 
in the hands of the abnormal and the diseased. 


ESSENTIALS OF GENERAL ANAESTHESIA. R. R. Macintosh and Freda B. P. 
Bannister. Blackwell, Oxford, 25s. 

A work designed to assist not only those seeking an introduction to the subject 

or preparing for their final examinations, but also the medical or dental practitioner 


who desires to refresh his knowledge. Particular attention is paid to dentistry. 226 
illustrations. Second edition. 


A TEXTBOOK OF PATHOLOGY. Robert Muir. Edward Arnold, 35s. 


Primarily a textbook for medical students. In preparing this edition the author 
has endeavoured to incorporate the chief advances made during the five years 
since the previous edition was published. 599 illustrations. Fifth edition. 
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TROPICAL MEDICINE. Leonard Rogers and John W. D. Megaw. Churchill, 
2ls. 


An introduction to the subject, devoted chiefly to the recognition and management 
of the diseases commonly met with in tropical and sub-tropical countries. It contains 
only such details of microscopical ‘technique as the general practitioner can carry 
out without the facilities of a laboratory. 89 illustrations. Fourth edition. 


ORGANIC CHEMISTRY. F. Sherwood Taylor. Heinemann, 10s. 6d. 


The third edition of this standard work has been brought up to date by the inclusion 
of references to such substances as as-corbic acid and indole acetic acid and to recent 
medical applications of sulphanilamide, mandelic acid and other substances. There 
are practical exercises with directions for the guidance of students, with special 
emphasis on the requirements of medical students. Illustrated. 


Engineering 


MODERN FURNACE TECHNOLOGY. H. Etherington. Griffin, 28s. 


This book deals thoroughly and fully with the theory of Gas Flow, Heat Transfer 
and Exchanges, Refractory Materials, and such matters as Velocity of Reaction and 
Oxidation and Reduction. 64 illustrations, 2 folding plates and many useful tables. 


GAUGES AND FINE MEASUREMENTS. F. H. Rolt. Macmillan, 2 vols., 
21s. each. 


A comprehensive survey and practical treatment of the subject is given in this up- 
to-date volume. Vol. 1 deals with general principles, standard block gauges and their 
manufacture, wringing of flat surfaces, measurements of end gauges, wave lengths; 
vol. 2 with micrometers, the manufacture of jigs and position gauges, measurement 


with optical instruments, measurement of gears, etc. Profusely illustrated in line and 
half-tone. Index. 


STEAM BOILER YEARBOOK. Sydney D. Scorer (Editor). Elek, 20s. 


A composite volume incorporating a review of modern steam boiler practice with 
a survey of immediate and future developments as described in papers read before 
English-speaking engineering societies during the past year. Index. 250 illustrations. 


JUNIOR TECHNICAL DRAWING. H. H. Winstanley. Edward Arnold, 4s. 


Although the main emphasis in this book is on orthographic drawing by means 
of the Standard English First Angle method, consideration is also given to the 
Third Angle method. Throughout, isometric and oblique methods of representation 
are stressed and opportunities for practice in these methods are offered. Separate 
sections deal with Sectional View Drawing, Fillets, Curve Joining and the lay-out 
and stages of reproduction, etc. 300 line drawings. 


Radio 


D/F HANDBOOK FOR WIRELESS OPERATORS. W. E. Crook. Pitman, 3s. 6d. 


Assuming only a general knowledge of elementary radio theory, this book is devoted 
exclusively to the practical treatment of direction finding. Following a general view of 
the subject, it proceeds to Rotating Frame D/F, Bellini-Tosi D/F, Sensing and 
Fixing, Errors in D/F, and Siting and Calibration. 86 diagrams and tables. 
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Aeronautics 


ELECTRICITY IN AIRCRAFT. W. E. Crook. Pitman, 5s. 


This concise book is intended mainly for ground engineers. It gives detailed and 
wang information on aircraft batteries, engine starting, aircraft wiring and 

ighting, miscellaneous electrical equipment, magnetos, impulse starters, automatic 
timing devices, and sparking plugs. Index. 127 line drawings. 


FIRST + wo OF FLIGHT. D. Hay Surgeoner. Longmans, Green, 
3s. 6d 


A suileiiierwesd explanation of the atmosphere, fluid motion, aerodynamics, 
ordinary practical considerations, stability, control and air-screws, suitable for all 
who are making their first study of aeronautics. Illustrated. 


UNDERSTANDING AERO ENGINES BY QUESTIONS AND ANSWERS. W. Hazell. 
English Universities Press, 2s. 6d. 

This book assumes practical contact with highly developed forms of the internal 

combustion engine and a knowledge of technical terms and constructional and 


operational details. All the questions are typical of everyday practice and the wording 
of the model answers is precise and clear. 7 line drawings. 


Agriculture: Forestry: Gardening 


ALPINES I HAVE GROWN. Russell Leslie. Drummond, 7s. 6d. 


The author, who has grown these flowers himself, here gives the fruit of his know- 
ledge in an informative text and illustrates it with wood engravings of every specimen 
of Alpine flower. Foreword by Robert Gibbings. 54 wood engravings. 


THE ENGLISH WOODLAND. John Rodgers. Batsford, 10s. 6d. 


The author has set out to write the first comprehensive review of this fascinating 
subject: its history, the surviving remains of ancient forests, the characteristics of 
individual English trees, the scenic aspects of English woods, with a glance at their 
history, literary associations, and so on. What might be called the ‘** business side’’ 
of forestry is by no means ignored. Coloured frontispiece and 100 photographs. 


POTATOES. J. C. Wallace. H.M. Stationery Office, \s. 

A survey of the potato in Britain from seed to market by the Principal of the Agri- 
cultural Institute and Experimental Station, Kirton, Lincs. Second edition (Bulletin 
No. 94 of the Ministry of Agriculture and Fisheries). 


THE COMPOSITION AND NUTRITIVE VALUE OF FEEDING STUFFS. H. E. 
Woodman. H.M. Stationery Office, 6d. 
A reprint of the tables, revised and incorporating many new analyses, from Rations 


for Live Stock (Bulletin No. 48) the issue of which has been suspended. (Bulletin 
No. 124 of the Ministry of Agriculture and Fisheries.) 


Manufactures 


MODERN PAPER MAKING. R. H. Clapperton and W. Henderson. Black- 
well, Oxford, 18s. 6d. 


To everybody making, selling, buying or printing paper, this book by two well- 
known paper-makers is of the first importance. Every stage of manufacture from the 
raw material to the finished product is fully described and illustrated with a series 
of photographs. Second edition. 
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FUNDAMENTALS OF LEATHER SCIENCE. D. Woodroffe. Harvey, 8s. 6d. 


The object of this work is to provide a convenient summary of the fundamental 
views as at present held on the chief processes involved in the production of 
leather from raw hide. Bibliography. 


Music 


SOME ENGLISH SYMPHONISTS: A SELECTION. Donald Francis Tovey. 
Oxford University Press, 5s. 


Sixteen studies from Essays in Musical Analysis on the work of contemporary 
British composers. The music of Elgar, particularly Falstaff, orchestral works by 
Parry, Somervell, Vaughan Williams, and Walton’s Viola Concerto are treated most 
illuminatingly. “sn 


Ballet 


BALLETOMANE’S SKETCH BOOK. Kay Ambrose and Arnold Haskell. 
A. & C. Black, 12s. 6d. 


Ballet in London: 80 drawings and sketches by Kay Ambrose and 65 photographs 
by Anthony and others, ranging from the Ballet Russe of 1933-1939 to lunch-time 
ballet during the war and including all the new Sadlers Wells productions. 


FOOTNOTES TO THE BALLET. Caryl Brahms (Editor). Davies, 10s. 


This book is the work of a number of specialists in the arts that contribute to the 
supreme art of the Ballet Russe. The personality and technique of the Dancer are 
discussed by Arnold Haskell and Lydia Sokolova; the Choreography by Caryl 
Brahms; the Music of the Ballet by Basil Maine and Constant Lambert; Decor and 
Costume by Alexandre Benois; the Film in its relation to Ballet by Anthony Asquith; 
and the spectator’s point of view by Captain R. C. Jenkinson; while Colonel W. de 
Basil contributes a Foreword. 51 plates, including 32 in collotype. New edition. 


Literature 


THE MODERN SHORT story. H. E. Bates. Nelson, 7s. 6d. 


A full and critical survey of the modern short story, including such masters as 
Chekhov and Maupassant, Katherine Mansfield and A. E. Coppard. The author is 
himself one of the leading English writers in this genre. 


WRITERS” AND ARTISTS’ YEAR BOOK, 1942. A. & C. Black, 5s. 


A directory for writers, journalists, artists, playwrights, writers for the films and 
broadcasting, photographers, designers and composers. The book includes an up- 
to-date list of English, Canadian, Australian, New Zealand and South African 
publishers and periodicals and their requirements and rates of payment and much 
information regarding copyright, agreements, serial rights, etc. 


General Anthologies 


NATURE ABOUNDING. E. L. Grant Watson (Editor). Faber & Faber, 
10s. 6d. 
An anthology of appreciations of nature from the writings of naturalists, physicists, 


explorers, sportsmen, novelists, essayists, gardeners, farmers and ordinary men 
and women. Decorations by C. E. Tunnicliffe. 
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Australian Literature 


A BIBLIOGRAPHY OF AUSTRALIA. VOL. I, 1784-1830. J. A. Ferguson. 
Angus & Robertson, 63s. 

Mr. Justice Ferguson is a recognised authority on all Australiana, and in this account 

of Australian literature he lists every known publication, wherever printed and what- 


ever its subject or language, having Australian reference. 32 illustrations. Edition 
limited to 500 copies. 


Poetry 


THE LIFE OF WILLIAM BLAKE. Alexander Gilchrist. Dent, 3s. 


The first full-length life of William Blake, originally published in 1863, remains 
essential to those who would understand this great English author. This new edition 
has been edited by Ruthven Todd with notes, introduction, bibliography and a 
new index. Engravings by Blake. (Everyman’s Library.) 


THE BEST POEMS OF 1941. Thomas Moult (Selector). Cape, 6s. 


For the twentieth successive year the Editor has collected representative verse from 
English, Irish, Canadian and American periodicals. Among the contributors are 
C. Day Lewis, Stephen Spender, Walter de la Mare, Richard Church, Edmund 
Blunden, Louis MacNeice, Laurence Binyon and John Gawsworth. Decorations by 
John R. Parsons and others. 


STREET SONGS. Edith Sitwell. Macmillan, 3s. 6d. 


A new book of poems by a living British poet demonstrating both her brilliant 
technical accomplishment and poetic art. 


Fiction 


OWEN GLENDOWER. J. C. Powys. Lane, 10s. 6d. 


The story of a young mancaught in the chaos of a fifteenth-century Welsh uprising— 
of his love for two girls and his loyalty towards his chieftain. The chieftain is Owen 
Glendower, the national hero of Wales; the young man is Rhisiart, Owen's cousin. 
The author draws upon all the Welsh lore which he has been accumulating all his life. 


AUGUST FOLLY, 
THE BLANDONS. 


POMFRET TOWERS. Angela Thirkell. Hamish Hamilton, 5s. each. 


ow editions of three popular light novels of English country-house life before 
war. 


Books for Young Readers 


MAY I KEEP DOGS? Kitty Barne. Hamilton, 7s. 6d. 


How the initiative and enterprise of the three Lovell children restore prosperity 
to Staplefields, their home for generations past. While Nicky, the eldest, turns the 
saw mill to profitable account, twelve-year-old Thirza converts the old stables into 
dog kennels and proves that she has a flair for managing dogs. Illustrated in black and 
white. Mainly for girls of nine to thirteen years. 
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THE NEW BOOK OF Days. Eleanor Farjeon. Oxford University Press, 
12s. 6d. 


This is not so much a book of days as a fascinating scrap-book of fun, fact and 

aoe. in poetry and prose. There are 366 items, most of them calculated to stimulate 

je ee reader to further explorations of the subject. Here will be found the story 

os Island, a rhyme about Pegasus for Derby Day, and an incident from the 

fives of the Brothers Grimm that reads like one of their own fairy tales. Coloured 

frontispiece and many black and white illustrations. For children of nine to thirteen 
years. 


LETTERS TO MY GRANDSONS. Kenneth Murchison. Murray, 2s. 6d. 

The author, having a wide experience of life, has had the happy idea of presenting 
the lessons which he has learned from that experience in the form of letters to his 
young grandsons. There is much good advice given in a light and attractive 
way, many good stories to illustrate that advice, some warnings, useful reflections, 
much humour and withal a serious purpose. 


Letters 


LETTERS OF BERNARD SHAW AND W. B. YEATS TO FLORENCE FARR. Clifford 
Bax (Editor). Cuala Press ( Dublin), 18s. 


Letters written to Florence Farr, the actress, by George Bernard Shaw and W. B. 
Yeats, the two most famous Irish dramatists of recent years. Shaw’s letters contain 
much advice and instruction on acting—those of Yeats belong to a different world 
of mystery and magic. Edition limited to 500 copies. 


Satire 
GULLIVER’S TRAVELS. 


THE DRAPIER’S LETTERS AND OTHER WORKS, 1724-1725. Jonathan Swift. 
Blackwell (Oxford), 12s. each. 


The two latest volumes of Professor Herbert Davis’ authoritative edition of Swift’s 
ny writings include his masterpieces of satire and propaganda. Both texts have 

n reprinted from Faulkner’s edition of Swift’s Collected Works (1735) but have 
been collated by Professor Davis with editions antecedent to Faulkner’s, and all 
coset variants are recorded. Each volume is illustrated with 2 plates and 
acsim: 


Travels 


BLACK LAMB AND GREY FALCON. Rebecca West. Macmillan, 2 vols., 42s. 


A journey through Yugoslavia in 1937 turned Miss West into an ardent champion 
of the Serbian Empire, and in this book she describes with obvious enjoyment but 
keen critical sense some of the fantastic incidents of its history. The two volumes 
contain grim stories of the present and past, fine descriptive writing and- many 
interesting personal experiences. Illustrated. 


Biography 
JOHN GALT. Jennie W. Aberdein. Oxford University Press, 3s. 6d. 


John Galt, born in Ayrshire, Scotland, in 1779 (he died in 1839) is known best 
as the novelist, author of Annals of the Parish. He was, however, one of the founders 
of the ‘*Canada’’ Company and all his life a very active, intelligent, and rather 
quarrelsome man of business. 8 illustrations. (Oxford Bookshelf Series.) 


st 
TS 
er 


FEBRUARY 1942 


TIME, TIDE AND I. Ursula Bloom. Chapman & Hall, 12s. 6d. 


A vivid account, by a well-known novelist, of the passage of events in England as 
they have influenced her personally, from the death of Queen Victoria to the Battle 
of Britain. The narrative shows the swift changes in fashion, social taste, manners 
and morality of the period. 


THE LIFE OF WILLIAM BLAKE. Alexander Gilchrist. Dent, 3s. 


The first full-length life of William Blake, originally published in 1863, remains 
essential to those who would understand this great English author. This new edition 
has been edited by Ruthven Todd with notes, introduction, bibliography and a new 
index. Engravings by Blake. (Everyman’s Library.) 


MARY SHELLEY. R. Glynn Grylls. Oxford University Press, 6s. 


A life of Mary Shelley (1797-1851), wife of the poet and daughter of Godwin 
and Mary Wollstonecraft. The author has had access to unpublished material 
enabling her to deal more fully than was previously possible with the development 
of Mary’s personality, and to tell the story of ‘‘what happened afterwards’’ to 
Shelley’s contemporaries, Hogg, Trelawny, the Clairmonts, and to his son Percy 
Florence. Frontispiece in colour and 7 plates. (Oxford Bookshelf Series.) 


JOHN MILLINGTON SYNGE. L. A. G. Strong. Allen & Unwin, 2s. 


A short study of the work of the famous Irish dramatist (1871-1909) with extensive 
quotations. (P.E.N. Books.) - 


WHO’S WHO, 1942. A. & C. Black, 75s. half-leather; 70s. cloth. 


Who’s Who contains concise biographies of about 40,000 British men and women 
in the public eye, giving their qualifications, appointments, publications, etc., etc. 


Britain and the British Commonwealth 


FROM WELLINGTON TO WAVELL. Sir George Arthur. Hutchinson, 12s. 6d. 


A record of some of the happenings, the ups and downs as well as the dead levels, 
which the British Army has had to encounter. 


TIME, TIDE AND I. Ursula Bloom. Chapman & Hall, 12s. 6d. 


A vivid account, by a well-known novelist, of the passage of events in England 
as they have influenced her personally, from the death of Queen Victoria to the 
Battle of Britain. The narrative shows the swift changes in fashion, social taste, 
manners and morality of the period. 


BRITAIN AGAINST NAPOLEON. Carola Oman. Faber & Faber, 12s. 6d. 


The story of the reaction of British people to the great enemy, stressing the parallel 
with the present day—the volunteers drilling to meet invasion, the evacuation 
plans, the arrival of foreign royalties. Miss Oman has made excellent and instructive 
use of contemporary materials. 


THE ENGLISH WOODLAND. John Rodgers. Batsford, 10s. 6d. 


The author has set out to write the first comprehensive review of this 
fascinating subject: its history, the surviving remains of ancient forests, the charac- 
teristics of individual English trees, the scenic aspects of English woods, with a 
glance at their history, literary associations, and so on. What might be called the 
**business side’’ of forestry is by no.means ignored. Coloured frontispiece and 100 
photographs. 

SOME ENGLISH SYMPHONISTS: A SELECTION. Donald Francis Tovey. 

Oxford University Press, 5s. 

Sixteen studies from Essays in Musical Analysis of the work of contemporary British 
composers. The music of Elgar, particularly Falstaff, orchestral works by Parry, 


Somervell, Vaughan Williams, and Walton’s Viola Concerto are treated most* 
illuminatingly. 
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